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Description 
BACKGROUND OF THE INVENTION 


The present invention relates to a method for re- 
motely managing the operational conditions of photo- 
graphic apparatus at a plurality of lab shops, and 
more particularly іо a remote management method 
suitable for centralized management of a plurality of 
minilab shops. 

A compact and economical photographic equip- 
ment (such as a printer processor and a film proces- 
sor) called a minilab equipment has been recently 
used widely. Such a minilab equipment is often instal- 
led, for example, within a super market at a minilab 
department (minilab shop) to provide photoprinting 
services as a sideline. Even an operator having less 
photofinishing knowledge can make а ргорегіу finish- 
ed photographic print (photoprint) using a minilab 
equipment having automated functions. 

It is necessary to check and adjust a photograph- 
ic equipment in order to attain a proper quality of a 
photoprint. Aminilab equipment is usuallyoperated by 
an operator with photofinishing knowledge insuffi- 
cient for proper check and adjustment. Therefore, 
photofinishing may sometimes be carried out under 
improper conditions of the equipment. Such a case 
may also occur even at a large lab having a number 
of experts, if a plurality of causes are complicated. In 
orderto ensure a proper quality of a photoprint, an op- 
eration condition management system or and quality 
management system is provided independently to 
both a minilab shop and a large lab to analyze a trou- 
ble or adjustment failure of a photographic equip- 
ment. This management system is constituted by a 
personal computer and an analysis program, and is 
used at the start of daily work, at the time of a poorly 
finished print, or as a routine work. In using this man- 
agement system, a control strip supplied from a film 
maker is first developed in a printer processor. Then, 
the developed control strip is measured with a den- 
sitometer to obtain density data. The density data is 
inputted into a personal computer through its key- 
board so that the operation condition of a processor 
in the printer processor can be diagnosed from the 
finished quality of the control strip. If the operation 
condition is abnormal, the causes of trouble or adjust- 
ment failure are analyzed and displayed on the 
screen of the personal computer. The operator 
checks the displayed causes and adjusts the proces- 
sor to have a proper condition. It is therefore possible 
to make a photoprint having a good quality by using 
the printer processor which recovered a normal oper- 
ation condition. 

The operation condition is different with photo- 
graphic equipments in an actual photoprinting sys- 
tem. Such operation data (setting data and measured 
data) specific to each photographic equipment has 
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not been supplied to the above-described manage- 
ment system, so that check and adjustment suitable 
for each photographic equipment have been impossi- 
ble. Furthermore, the conventional management sys- 
tem is intended to be used for analyzing trouble and 
adjustment failure for the case of a standard produc- 
tion state. Accordingly, although the conventional 
management system can analyze trouble and adjust- 
ment failure caused by temporary changes, it cannot 
correctly analyze trouble and adjustment failure 
caused by a difference of production amount and 
contents. 

A photographic equipment is operated under au- 
tomatic control in accordance with various preset 
data such that measured data becomes equal to the 
preset data. Various data preset for the photographic 
equipment can be used for quality management, pro- 
duction management, consumable goods manage- 
ment, operation condition management, operation 
condition history record, analysis of trouble and ad- 
justment failure, and the like. Generally, the data for- 
mat is different between a photographic equipment 
and a personal computer while data communication 
cannot be made during the operation of a photograph- 
ic equipment. For these and other reasons, the con- 
ventional management system uses a photographic 
equipment and a personal computer in off-line. It be- 
comes therefore necessary for an operator to input 
data into a personal computer through its keyboard 
and adjust the photographic equipment in accordance 
with the analyzed causes. 

For the production management of each photo- 
graphic equipment, there has been adopted amethod 
of making a note of the number of finished products, 
e.g., the number of film strips for a film processor or 
the number of photoprints for a printer processor, and 
thereafter summing the numbers on the note. This 
method does not provide correct production manage- 
ment, due to forgetting to write the number on a note 
or missing a note. Furthermore, an operator of amini- 
lab shop of a chain orders consumable goods such as 
color paper and processing solution to the headquar- 
ters when necessary. It has been difficult to order at 
right time in consideration of delivery time and the 
like. Furthermore, the headquarters cannot collec- 
tively manage the production at a plurality of lab 
shops. 

From the document JP-A-60000448, a method is 
known in which the density of a gray scale part of a 
developed film is detected by a densitometer and 
read by а microprocessor. In the processor the proper 
value of the density of the gray scale part is stored іп 
advance and this proper value is compared with a de- 
tected density value. The temperature of a developer 
and а film speed is controlled so that a difference be- 
tween the detected density value and the proper val- 
ue goes to zero. 

The present invention provides a new manage- 
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ment method as mentioned atthe beginning ofthe de- 
scription, which method comprising the following 
steps: connecting at least one of said photographic 
apparatus and a separate, independent densitometer 
to a sub-computer installed at each of said lab shops; 
fetching into said sub-computer production data of 
said photographic apparatus and the density data of 
a check sample, produced at a final product by one 
of said photographic apparatus, measured with said 
densitometer; transferring on-line said data fetched 
into said sub-computer to a main computer at a cen- 
tral location via a remote communication line; and di- 
agnosing the photo finishing quality in said main com- 
puter in accordance with said measured density data 
by referring to said production data. 

According to these features the present invention 
provides a remote management system capable of 
precisely analysing the operation conditions of photo- 
graphic equipments or the quality of photoprints by 
taking the state of each photographic equipment into 
consideration. The remote managing system is capa- 
ble of precisely analysing the operation conditions 
and qualities of photographic equipments by taking 
production data into consideration. The management 
method according to the present invention is capable 
ofautomatically and remotely adjusting a photograph- 
ic equipment when the adjustment is necessary after 
diagnosis and can provide precise production man- 
agement and a timely order of consumable goods to 
headquarters. The method ofthe present invention al- 
lows to collectively manage production of each lab 
shop at headquarters. 

According to this invention, each lab shop is in- 
stalled with a sub-computer such as a personal com- 
puter which is connected to a photographic equipment 
and a densitometer. Production data from the photo- 
graphic equipment and density data from the densit- 
ometer are entered into the sub-computer. This sub- 
computer is connected via a communication line to a 
main computer at the headquarters. The main com- 
puter at the headquarters fetches data from the sub- 
computer, and analyzes the measured density data 
by using a management program stored in the main 
computer while taking production data into consider- 
ation, to thereby diagnose the operation condition of 
the photographic equipment and the quality of a pho- 
toprint. According to this embodiment, photographic 
equipments at lab shops of a chain are collectively 
managed by the main computer at the headquarters, 
thereby providing a finite quality of each lab shop. 

According to a preferred embodiment of this in- 
vention, a sub-computer fetches production data ofa 
photographic equipment for production management 
and for determination of a state of consumable goods. 
When consumable goods are consumed by a prede- 
termined amount, the sub-computer orders consum- 
able goods on-line to the main computer at ће head- 
quarters via a communication line. According to this 
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embodiment, the headquarters can collectively man- 
age production states of lab shops. Since each lab 
shop automatically orders consumable goods to the 
headquarters, a timely order is possible by taking de- 
livery time into consideration. 

According to a further embodiment of this inven- 
tion, each photographic equipment and peripheral 
equipment are connected via a port controller to a 
computer such as a personal computer. This port con- 
troller is constructed of a switch unit, a first commu- 
nication control unit, a buffer memory, a subject com- 
munication discriminator unit, a data format converter 
unit, and a second communication control unit. The 
switch unit selects a photographic equipment for data 
communication therewith from a plurality of photo- 
graphic equipments. The first communication control 
unit checks an idle time of a CPU built in the selected 
photographic equipment and performs data transfer 
during the idle time at the data transfer speed of the 
CPU. The buffer memory stores data picked up irreg- 
ularly from the photographic equipment. The subject 
communication discriminator unit discriminates if the 
data in the buffer memory to be transferred to the 
computer is the data of the photographic equipment 
requested by the computer. The data format conver- 
ter unit converts the data read from the buffer mem- 
ory into the data format of the computer. The second 
communication control unit transfers data in units of 
block to the computer at the data transfer speed of the 
computer. According to this embodiment, a photo- 
graphic equipment and a computer having different 
data formats can be interconnected on-line. Further- 
more, data of the photographic equipment can be en- 
tered into the computer without hindering the opera- 
tion of the photographic equipment. 


BRIEF DESCRIPTION OF THE DRAWINGS 


The above objects and advantages of this inven- 
tion will become apparent to the person skilled in the 
art from the following detailed description of the in- 
vention when read in conjunction with the accompa- 
nying drawings, in which: 

Fig.1 is a schematic illustration of a remote man- 

agement system; 

Fig.2 is a schematic diagram showing the printer 

processor shown in Fig.1; 

Fig.3 is a block diagram showing the electric cir- 

cuit arrangement of the printer processor shown 

in Fig.2; 

Fig.4 is a schematic diagram showing the film 

processor shown in Fig.1; 

Fig.5 is a block diagram showing the electric cir- 

cuit arrangement of the film processor shown in 

Fig.4; 

Fig.6 is a schematic diagram of the densitometer 

shown in Fig.1; 

Fig.7 is a schematic diagram showing the photo- 
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finishing reception equipment shown in Fig.1; 
Fig.8 is a block diagram showing the port control- 
ler shown in Fig.1; 

Fig.9 is a block diagram ofan embodiment where- 
in seven photographic equipments are connect- 
able using two port controllers; 

Fig.10 is a bloc diagram showing an embodiment 
wherein sixteen photographic equipments are 
connectable using five port controllers; 

Fig.11 illustrates а communication state between 
a port controller and a photographic equipment; 
Fig.12 is a flow chart showing an example of the 
operation management procedure for a photo- 
graphic equipment; 

Fig.13 illustrates an embodiment of this invention 
wherein the headquarters and a plurality of mini- 
lab shops are connected via communication 
lines; 

Fig.14 is a flow chart showing the tasks in a sub- 
computer; and 

Fig.15 is a flow chart showing the tasks in a main 
computer. 


DETAILED DESCRIPTION OF THE PREFERRED 
EMBODIMENTS OF THE PRESENT INVENTION 


Referring to Fig.1 showing the outline of the pres- 
ent invention, a plurality of photographic equipments 
and peripheral equipments are connected to a bus 
line 10. In this embodiment, connected to the bus line 
10 are two printer processors 11a and 11e, two film 
processors 11b and 11f, a densitometer 11c, and a 
photofinishing reception equipment 11d. The printer 
processors 11a and 11e and film processors 11b and 
11f store various preset data, and are operated in ac- 
cordance with these data. The preset data and meas- 
ured data regularly or irregularly measured are sup- 
plied via a port controller 12 to a computer, e.g., a per- 
sonal computer 13. Data is transferred little by little 
to the port controller 12 during an idle time of CPUs 
built in the printer processors and film processors so 
as not to intercept the operation thereof. When data 
of one block is collected, the port controller 12 dis- 
criminates the data while referring to the ID data as- 
signed to each photographic equipment. If the data is 
proper, its format is converted and transferred to the 
personal computer 13. The densitometer 11c meas- 
ures the density of a check sample made by the prin- 
ter processors 11a, 11e and film processors 11b and 
11f at the time when the operation conditions thereof 
are checked. The measured density data is supplied 
via the port controller 12 to the personal computer 13. 
It is necessary to know which photographic equip- 
ment made the check sample, so that the measured 
density data together with the ID data of the photo- 
graphic equipment is sent to the personal computer 
13. 

There are required at least one printer processor 
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and one film processor for photoprinting, and one 
densitometer for operation condition checking. There- 
fore, the two processors and one densitometer prefer- 
ably constitute one set. Each set is connected to the 
port controller 12. The personal computer 13 is con- 
structed of, as well known, a personal computer main 
unit 14, a monitor 15, and a keyboard 16. According 
to amanagement program, the personal computer 13 
manages the operation condition of each photograph- 
ic equipment such that each photographic equipment 
is adjusted by updating the preset data so as to pro- 
vide optimum photofinishing, and that if adjustment is 
impossible, an alarm is generated. 

The number of minilab equipments installed in an 
ordinary minilab shop is four or less in many cases. 
Therefore, it is advantageous from the viewpoint of 
cost and operation efficiency that the maximum num- 
ber of equipments connectable to the port controller 
12 be limited to four. For a relatively large minilab 
shop or the like having five or more photographic 
equipments and peripheral equipments, a corre- 
sponding plurality of port controllers each having the 
limited connection number of four are used to manage 
the equipments with one personal computer, as 
shown in Fig.9 or 10. In Fig.9, one master port con- 
troller 12a and a slave port controller 12b connected 
to the master port controller 12a are used to manage 
seven photographic equipments and peripheral 
equipments in total. In Fig.10, four slave port control- 
lers 12b to 12e and one master port controller 12a are 
used to manage sixteen photographic equipments 
and the like in total. 

As shown in Fig.2, a printer processor 11a is con- 
structed of a printer 23 for printing exposure, and a 
processor 24 for development. Color paper 26 wound 
in a roll is contained within a magazine 25 mounted 
on the printer 23. This color paper 26 is pulled out 
from the magazine 25 one frame after another and 
conveyed to an exposure station provided with a pa- 
per mask 27. A frame of a negative film 28 is printed 
within the frame of the color paper 26 at the exposure 
stage. This negative film is held by a film carrier 29 
and illuminated by a printing light radiated from a 
lamp 30. In order to adjust the proportion and intensity 
of three color components of the printing light, there 
are disposed a cyan filter 31, magenta filter 32 and 
yellow filter 33 whose insertion amounts to the optical 
path are controlled in accordance with printing expos- 
ure amount. The printing light passed through the col- 
or correction filters 31 to 33 is sufficiently mixed ata 
mixing box 34, and thereafter applied to the negative 
film 28. Reference numeral 35 is a shutter which 
maintains open for a predetermined time during print- 
ing exposure. 

In setting an exposure condition, a test print is 
carried out using a control negative film (Bull’s eye 
negative film) 36. As well known, there are formed on 
a control negative film at least three Bull’s eyes of 
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normal, over, and under exposure. This control neg- 
ative film 36 is set on the film carrier 29 іо make atest 
photoprint. The exposure condition setting data is 
corrected such that the density of the test photoprint 
becomes equal to that of a reference photoprint. 
There is another method of correcting the exposure 
condition setting data by means of round exposure of 
the control negative film 36. According this method, 
round exposure is conducted at density correction or 
color corrections by predetermined steps to make e.g. 
nine test photoprints, and the number of the most 
properly finished one is selected and key-inputted to 
thereby correct the exposure condition setting data. 
There is disposed a photometry sensor 37 obliquely 
above the film carrier 29 to measure the three color 
densities and lamp light amount for the negative film 
28. 

The exposed color paper 26 is sent to the proc- 
essor 24 via alooper 40. There are provided within the 
processor 24 a developing tank 41, a fixing tank 42, 
rinsing tanks 43a to 43c, a dryer unit 44, a cutter unit 
45, and a sorter unit 46. The exposed color paper 26 
passes through respective tanks at a predetermined 
speed to undergo the developing, fixing and rinsing 
processes. After these photofinishing processes, 
there are performed a drying process, frame cutting 
process, and sorting process for each order. 

In order to manage the operation condition of the 
processor 24, a control paper strip 49 supplied from 
a film maker is used. This control paper strip 49 is 
formed with unexposed area, under exposed area, 
and over exposed area on a color paper, and is light- 
tightly housed within a cassette 48. The cassette 48 
is loaded within the processor 24 and the control pa- 
per strip 49 therein is guided into the processing tanks 
and is developed. The developed control paper strip 
49 is measured with the densitometer 11c so that the 
operation condition of the processor 24 can be diag- 
nosed based upon the density of the finished control 
paper strip 49. If a densitometer is built in the printer 
processor 11a, a check sample can be automatically 
measured with this built-in densitometer. In this case, 
a densitometer 45a is mounted for example at the cut- 
ter unit 45 to measure the reflection density of a check 
sample after the drying process. 

Within the above-described tanks, there are 
mounted, as well known in the art, temperature sen- 
sors 51a to 51e for detecting the temperature of each 
processing solution, heaters for heating each proc- 
essing solution up to a predetermined temperature, 
and other devices. The developing tank 41 is supple- 
mented with a fresh developing solution contained 
within a reserve tank 53 by a pump 54 in accordance 
with the paper processing amount. Reserve tanks 55 
and 57 contain fresh fixing solution and rinsing solu- 
tion, respectively, which are supplement by means of 
pumps 56 and 58 to the fixing tank 42 and rinsing 
tanks 43a to 43c, respectively, in accordance with the 
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paper processing amount. The rinsing tanks 43a to 
43c are cascade-connected in succession. Refer- 
ence numeral 59 represents a control circuit board. 

Fig.3 shows the circuit arrangement of the printer 
processor. CPU 63 controls the circuit elements іп ac- 
cordance with a control program stored in ROM 64. 
CPU 63 causes a pulse motor 66 to rotate by supply- 
ing drive pulses to a driver 65, so that a paper trans- 
portation system 67 constructed of a number of roll- 
ers shown in Fig.2 is driven. Since the rotation 
amount of the pulse motor 66 corresponds to the pa- 
per processing amount, drive pulses after setting a 
paper are counted by a counter 68. The contents of 
the counter 68 are fetched by CPU 63 which then ob- 
tains the processing amount for each type of paper. 
Written in RAM 69 are production data such as the 
processing amount for each paper type, the number 
of prints for each print size, the number of prints for 
each film type, and the like. 

A photometry sensor 37 measures the light 
passed through the negative film 28 or control nega- 
tive film 36 by means of three color separation pho- 
tometry. An output signal of the photometry sensor 
37 is converted into a digital signal by an A/D conver- 
ter 70 and sent to CPU 63 for calculation of three color 
exposure amounts or for checking the lamp light 
amount. A motor group 71 is constructed of three 
pulse motors for driving the color correction filters 31 
to 33, the rotation of the motor group 71 being con- 
trolled by CPU 63 via a drive unit 72. The shutter 35 
opens or closes the printing optical path by means of 
a driving mechanism 73. Reference numeral 74 rep- 
resents a driver for the lamp 30. 

In the paper transportation system 76 mounted 
within the processor 24, a motor 78 connected to a 
driver 77 transports the exposed color paper 26 at a 
predetermined speed. A temperature sensor group 51 
is constructed of the five temperature sensors 51a to 
51e shown in Fig.2, and measures the solution tem- 
perature within respective processing tanks. The five 
measured solution temperatures are converted into 
digital signals by an A/D converter 79 and supplied to 
CPU 63 which then writes them in RAM 69 as the 
measured solution temperature data. If the measured 
solution temperature of the developing solution for 
example is lower than the solution temperature set- 
ting data, the heater mounted on the developing tank 
41 among the heater group 81 is powered via a drive 
unit 80 to heat the developing solution up to a preset 
temperature. A pump group 82 is constructed of the 
pumps 54, 56 and 58 shown in Fig.2, and driven by a 
drive unit 83 in accordance with the total paper proc- 
essing amount. A supply amount measuring sensor 
group 84 is constructed of three sensors mounted on 
the pumps 54, 56, and 58, and measures the supply 
amount of each processing solution in accordance 
with the drive amount of the pumps. The obtained 
supply amount is converted into a digital signal by an 
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A/D converter 85 and written in RAM 69. An alarm 86 
is driven by CPU 63 ма a driver 87 to generate а 
sound, light or the like to warn an operator, when an 
abnormal state occurs during the operation of the 
printer processor 11a, or any adjustment failure oc- 
curs due to inability of automatic adjustment by the 
personal computer 13. 

Written in RAM 69 as operation data are setting 
data and various measured data obtained at predeter- 
mined time intervals or obtained when the personal 
computer 13 requests it, respectively for operating 
the printer processor in a normal condition. This op- 
eration data and the above-described production data 
are fetched by the personal computer 13 via the port 
controller 12, and are used for determining a counter- 
measure against adjustment failure, production man- 
agement, апа the like. Instead of RAM 69, ап LSI card 
or the like may be used. In order to preferentially carry 
out the operation by the photographic equipment, a 
data request command and Ше like from the port con- 
troller 12 are temporarily stored in a buffer memory 
88 until an idle time of CPU 63 occurs. Reference nu- 
meral 89 represents a keyboard from which various 
operation commands and data are supplied to CPU 
63. 

Referring to Fig.4 showing the film processor 
11b, a film cassette 90 requested to be printed is set 
at a pull-out stage. After almost all the exposed neg- 
ative film 91 within the film cassette 90 is pulled out, 
a cutter 92 is activated to cut the trailing portion of the 
negative film 91. The exposed negative film 91 pass- 
es at a predetermined speed through a color develop- 
ing tank 93, a bleaching tank 94, a bleach/fixing tank 
95, rinsing tanks 96a and 96b, and a stabilizing tank 
97 to sequentially undergo the color developing proc- 
ess, bleaching process, bleach/fixing process, rinsing 
process, and fixing process. After these photofinish- 
ing processes, the negative film 91 is sent through a 
dryer unit 98 to a film stocker 99. 

In order to manage the operation condition of the 
film processor 11b, a control film strip supplied from 
a film maker is used. This control film strip is formed 
with a non-exposed area, under exposed area, and 
over exposed area on a negative film, and contained 
in a film cassette. The control film strip is developed 
in a similar manner as for ordinary negative film de- 
velopment. The developed control film strip is meas- 
ured with the densitometer to diagnose the operation 
condition of the film processor 11b based upon the 
density of the finished strip. 

Within the above-described processing tanks, 
there are mounted temperature sensors 103a to 103f 
for detecting the temperature of each processing sol- 
ution, heaters for heating each processing solution up 
to a predetermined temperature, solution surface de- 
tectors, and other devices. A fresh color developing 
solution contained within a reserve tank 104 becomes 
supplement to the color developing tank 93 by a pump 
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105 in accordance with the paper processing amount. 
Reserve tanks 106 to 109 also contain fresh solu- 
tions, respectively, which become supplement 
through pumps 110 to 113 to the bleaching tank 94, 
bleach/fixing tank 95, rinsing tanks 96a and 96b, and 
stabilizing tank 97, respectively, in accordance with 
the film processing amount. The rinsing tanks 96a 
and 96b are cascade-connected in succession. Ref- 
erence numeral 114 represents a control circuit 
board. 

Fig.5 shows the circuit arrangement of the film 
processor. CPU 120 controls the circuit elements in 
accordance with a control program stored in ROM 
121. CPU 120 causes a pulse motor 123 to rotate by 
supplying drive pulses to a driver 122, so that a paper 
transportation system 124 constructed of a number of 
rollers shown in Fig.4 is driven to transport the nega- 
tive film 91 at a predetermined speed. Since the ro- 
tation amount of the pulse motor 122 corresponds to 
the film processing amount, drive pulses after setting 
a film are counted by a counter 125. The contents of 
the counter 125 are fetched by CPU 120 which then 
obtains the measured processing amount data (the 
number of processed films for each film type) and 
writes it in RAM 126. 

Atemperature sensor group 103 is constructed of 
the six temperature sensors 103a to 103f, and meas- 
ures the solution temperatures within respective 
processing tanks. The six measured solution temper- 
atures are converted into digital signals by an A/D 
converter 128 and supplied to CPU 120 which then 
writes them in RAM 126 as the measured solution 
temperature data. 

A pump group 131 is constructed of the pumps 
105, 110 to 113, and driven by a drive unit 132 in ac- 
cordance with the film processing amount. A supply 
amount measuring sensor group 133 is constructed 
of five sensors mounted on the pumps, and measures 
the supply amount of each processing solution in ac- 
cordance with the drive amount of the pumps. The 
measured supply amount is converted into a digital 
signal by an A/D converter 134 and written in RAM 
126. 

An alarm 135 is driven by CPU 120 via a driver 
136 to generate a sound, light or the like to warn an 
operator, when an abnormal state occurs during the 
operation of the film processor 11b, or any adjust- 
ment failure occurs due to inability of automatic ad- 
justment by use of the personal computer 13. 

Written in RAM 126 are setting data and various 
measured data for operating the film processor 11b in 
а normal condition. These data are fetched by the per- 
sonal computer 13 via the port controller 12. Refer- 
ence numeral 137 represents a keyboard from which 
various operation commands and data are supplied to 
CPU 120. Reference numeral 138 represents a buffer 
memory. 

Fig.6 shows the structure of the densitometer. 
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Two lamps 141 and 142 are connected to a driver 140, 
the Іатр 141 being turned on to measure the trans- 
mittance density, and the Іатр 142 being turned on 
to measure the reflection density. The transmitted 
light or reflected light from a test sample 143 (control 
strip, test photoprint, reference photoprint) is meas- 
ured by a photosensor 144. Asignal measured by the 
photosensor 144 is converted into a digital signal by 
an A/D converter 145 which is then fetched by CPU 
146. This CPU 146 calculates the density in accor- 
dance with a program stored in ROM 147, and the cal- 
culated density is written in RAM 148 as the meas- 
ured data. The measured density is also supplied via 
a driver 149 to a display 150 to display it thereon. Ref- 
erence numeral 151 represents an input key for input- 
ting an ID data or the like of the photographic equip- 
ment by which a test sample was made. Reference 
numeral 152 represents a buffer memory connected 
to the port controller 12. 

Fig.7 shows a photofinishing reception unit which 
is constructed of a label issue unit 155 for issuing a 
photofinishing bag and a label with a reception num- 
ber to be attached to a film cassette, an order sheet 
issue unit 156 for issuing a photofinishing order sheet, 
a receipt issue unit 157, aRAM 158 for storing recep- 
tion data, aROM 159, akeyboard 160, a buffer mem- 
ory 161, and а CPU 162. The reception data includes 
a development charge for each film type, a print 
charge for each print size, the number of ordered 
films, the number of returned films, and the like. The 
charge also includes a charge for each customer and 
a total charge for all customers. 

Fig.8 shows the structure of the port controller. A 
switch unit 170 is selectively turned on by a commu- 
nication control unit 171 to transfer data or com- 
mands via the selected switch to the photographic 
equipment or densitometer. The communication con- 
trol unit 171 regulates the communication speed so 
asto be compatible with the data transfer speed ofthe 
photographic equipment or densitometer, or performs 
time sharing control when operation data or produc- 
tion data is fetched from each photographic equip- 
ment at predetermined time intervals. 

The port controller 12 transfers data or com- 
mands by checking an іШе time of CPU so as not to 
hinder the operation of each photographic equipment. 
While the photographic equipment operates, data is 
transferred irregularly, and data transfer to the per- 
sonal computer 13 is carried out in an ordinary man- 
ner. For this reason, there is provided a buffer mem- 
ory 172 for storing one block of data. 

A subject communication discriminator unit 173 
stores in advance the correspondence between the 
connection terminals ofthe switch unit 170 and the ID 
data of photographic equipments connected to the 
terminals. The stored ID data is compared with the ID 
data which was fetched from the photographic equip- 
ment together with the operation data, so that ће op- 
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eration data can be discriminated whether it was 
fetched from the subject photographic equipment 
which the personal computer has designated. If both 
the ID data are not coincident, data transfer to the рег- 
sonal computer 13 is not carried out. A data format 
converter unit 174 converts various formats output- 
ted from the photographic equipment or densitometer 
into a predetermined format such as ASCII codes 
readable by the personal computer 13. On the contra- 
ry, commands or data sent from the personal comput- 
er 13 are converted into a format readable by each 
photographic equipment. A communication control 
unit 175 responds to a command from the personal 
computer 13 and transfers the data stored in the buf- 
fer memory 172 in units of block and at a predeter- 
mined communication speed. It also receives data 
from the personal computer 13. 

Referring now to Fig.11, there will be described 
data communication between the port controller and 
each photographic equipment. Data from a particular 
photographic equipment or densitometer is fetched 
into the personal computer 13 via the port controller 
12 upon operating the keyboard 16 of the personal 
computer 13, or data under management by each 
photographic equipment is automatically fetched at 
predetermined time intervals in a time sharing man- 
ner. By using these data, the operation condition, pro- 
duction, and the like are managed. 

For fetching data from a photographic equipment 
under operation, it is checked if a CPU of the photo- 
graphic equipment is іШе or not. Namely, if the per- 
sonal computer 13 requires data, itsends aread com- 
mand (including an ID data of the subject photograph- 
ic equipment) to the port controller 12. The communi- 
cation control unit 175 of the port controller 12 ana- 
lyzes the received read command to identify Ше sub- 
ject photographic equipment. For example, assuming 
that the printer processor 11a has been designated, 
the data format converter unit 174 converts the read 
command into the data format suitable for the printer 
processor 11a. The communication control unit 171 
turns on the switch of the switch unit 170 connected 
to the printer processor 11a so thatthe read command 
is written in the buffer memory 88 of the printer proc- 
essor 11a via the turned-on switch at the data com- 
munication speed of the printer processor 11a. 

The hatched portion represents acommunication 
disabled time during which CPU 63 performs printing 
processes. When CPU 63 is released from the print- 
ing process upon the lapse of a buffering time T1, it 
fetches the read command written in the buffer mem- 
ory 88. After fetching the read command, CPU 63 
writes an echo-back code into the buffer memory 88 
as representative of the completion of fetching the 
read command. The communication control unit 171 
reads the echo-back code from the buffer memory 88 
at a speed corresponding to the data transfer speed 
of the printer processor 11a. This echo-back code is 


13 EP 0 443 443 B1 14 


converted into an ASCII code and transferred to the 
personal computer 13. 

The personal computer 13 then sends the start 
address of RAM 69 to the port controller 12. This start 
address is written in the buffer memory 88 of the prin- 
ter processor 11a in a procedure similar to the above- 
described read command. If CPU 63 is idle, the echo- 
back code is sent via the buffer memory 88 to the port 
controller 12. Next, CPU 63 reads data, e.g., of one 
byte, from RAM 69 atthe area designated by the start 
address, and sends it via the buffer memory 88 to the 
port controller 12. In a similar manner as above, by 
using the idle time of CPU 63, one byte data is se- 
quentially read from RAM 69 at the areas following 
the area designated by the start address, sent to the 
port controller 12, and written in the buffer memory 
172. Reference characters T2 and T3 indicate buffer- 
ing times. 

When one block data is collected in the buffer 
memory 172, the subject communication discrimina- 
tor unit 173 checks ifthe collected data is correct with 
reference to its ID data. This operation is carried out 
by checking ifthe ID data which was fetched together 
with the one block data from the printer processor 11a 
is coincident with the ID data designated by the per- 
sonal computer 13. If the one block data is correct, it 
is read from the buffer memory 172, converted into 
ASCII codes by the data format converter unit 174, 
and sequentially transferred to the personal computer 
13 via the communication control unit 175. In accor- 
dance with the data fetched from the printer proces- 
sor 11a, the personal computer 13 diagnoses the op- 
eration condition, manages the production and con- 
sumable goods, and performs other necessary tasks. 

The personal computer 13 can also send data to 
the printer processor 11a in order to modify the set- 
ting data written in the printer processor 11a. This 
data modification can be carried out in a procedure 
similar to the above-described data fetching, so the 
description thereof is omitted. Data communication 
with the film processor 11b, densitometer 11c, photo- 
finishing reception unit 11d, and the like is also car- 
ried out in a procedure similar to that of the printer 
processor 11a. 

The operation condition management for a pho- 
tographic equipment will be described with reference 
to Fig.12. For checking the operation condition ofthe 
processor 24 of the printer processor 11a, the cover 
(not shown) of the printer processor is opened to set 
the cassette 48. The leader of the control paper strip 
49 is pulled out from the cassette 48 and set to the 
feed roller pair. Thereafter the cover is closed. When 
the processor 24 operates, the control paper strip 49 
passes through the developing tank 41, fixing tank 42, 
and rinsing tanks 43a to 43c sequentially in this order 
to undergo the developing process. At last it is dried 
and ejected out into the sorter 46 as a check sample. 

This check sample is measured with the densit- 
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ometer 11с. Prior to measuring the density, the ID 
data of the printer processor which made the check 
sample is written in RAM 148 by means of the input 
key 151. After inputting the ID data processor, the 
check sample is set to the densitometer 11c to meas- 
ure three color densities. The obtained densities are 
written in RAM 148 as the measured data. The meas- 
ured density data is supplied via the port controller 12 
to the personal computer 13. Specifically, when the 
data is sent to the port controller 12, the communica- 
tion control unit 171 turns on the switch connected to 
the densitometer 11c and sets the data transfer 
speed of CPU 146 ofthe densitometer 11c. Since the 
densitometer 11c is idle at this time, the measured 
data of one block together with the ID data written in 
RAM 148 is sent to the port controller 12 and stored 
in the buffer memory 172. The subject communica- 
tion discriminator unit 173 compares the stored ID 
data with the ID data fetched together with the meas- 
ured data. If the measured data is correct, it is sent to 
the data format converter unit 174 to convert it into 
ASCII codes. The communication control unit 175 
transfers the data to the personal computer 13 at a 
speed as high as the data transfer speed of the per- 
sonal computer 13. In the case of a printer processor 
with a densitometer built therein, a check sample is 
automatically measured with the built-in densitometer 
45a after the drying process, and the measured den- 
sity data is written in RAM 69. The measured density 
data is read and supplied to the personal computer 13 
via the port controller 12. 

The personal computer 13 analyzes the meas- 
ured density data and diagnoses the operation con- 
dition, in accordance with a management program. 
For this diagnosis, source data combining for exam- 
ple nine densities is used as ПО в, в, ву Св, в, ву 
Dmin, с, ву. R represents red, б represents green, 
and B represents blue. LD represents a low density 
(density at a low illuminance area) and corresponds 
to the sensitivity value of a color paper. C represents 
a contrast which is a difference between a high den- 
sity (density at a high illuminance area) and a low 
density. Dmin represents a density at an unexposed 
area and corresponds to a fog value. 

If the LD, C and Dmin are within a certain range, 
the operation condition is diagnosed as normal. If 
they are out of the range, the causes of abnormal con- 
ditions of the processor 24 are analyzed. The person- 
al computer 13 has abnormal source data and knowl- 
edge data composed of the causes and countermea- 
sures of abnormal conditions. Therefore, through a 
pattern matching process, the data the most analo- 
gous to the source data of a check sample is derived, 
and the causes and countermeasures corresponding 
to the derived data are obtained. An example of a 
method of analyzing causes is detailed in the speci- 
fication of USSN 450,981 filed on December 15, 
1989. 


15 EP 0 443 443 B1 16 


After determining the causes and countermea- 
sures of abnormal conditions, the printer processor 
which made the check sample is designated in accor- 
dance with the ID data to supply measured data as- 
sociated with the causes to the personal computer 13. 
Measured data associated with the causes generally 
include, in addition to the temperature of a processing 
solution, pH of a developing solution, a concentration 
of potassium bromide, a height of solution surface, 
and the like. No sensor might be provided for meas- 
uring some of these data. If such a data is necessary 
despite the lack of the corresponding sensor, the per- 
sonal computer 13 generates an alarm data and 
sends it to the printer processor 11a to actuate the 
alarm 86. 

A solution temperature sensor is provided in this 
embodiment. Therefore, the following description is 
directed to the case where the temperature of the de- 
veloping solution for example is a cause of trouble in 
development so that a countermeasure is carried out 
to change the temperature ofthe developing solution 
by a predetermined amount. The port controller 12 ac- 
cesses the printer processor 11a to be checked in ac- 
cordance with an instruction from the personal com- 
puter 13, and fetches the measured solution temper- 
ature data and ID data stored in RAM 69 and stores 
them in the buffer memory 172 of the port controller 
12. After checking the ID data and confirming thatthe 
temperature data is correct, the data format is con- 
verted and thereafter, the measured solution temper- 
ature data of the developing solution is transferred to 
the personal computer 13. 

If the measured temperature data of the develop- 
ing solution is not within the normal range, the per- 
sonal computer 13 diagnoses that the temperature 
sensor or heater is in trouble, and sends an alarm 
data to the printer processor 11a. If the measured sol- 
ution temperature data is within the normal range, the 
solution temperature setting data stored in RAM 69 is 
fetched via the port controller 12. The solution tem- 
perature setting data is then raised or lowered by a 
designated amount and written in RAM 69 of the prin- 
ter processor 11a. The printer processor 11a powers 
the heater to set the solution temperature to the cor- 
rected solution temperature in accordance with the 
corrected solution temperature setting data. If the 
cause originates from the supply amount of the proc- 
essing solution such as the developing solution, the 
measured supply amount data and setting data of the 
developing solution are fetched by the personal com- 
puter 13 in accordance with the above-described pro- 
cedure, and the corrected data is written in RAM 69. 
The operation condition of the film processor 11b is 
checked in a similar manner described above, so the 
description thereof is omitted. 

Next, checking the operation condition of the 
printer 23 will be described. For checking the light 
amount, the control negative film (Bull’s eye) 36 is 
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used and its base portion where a Bull’s eye is not 
formed is set to the film carrier 29. Light passed 
through the base portion is measured with the photo- 
sensor 37, converted into a digital signal, and written 
in RAM 69. Thereafter, the measured lamp light 
amount data is fetched by the personal computer 13 
via the port controller 12 in the manner as described 
above. The personal computer 13 judges if the meas- 
ured lamp light amount is within the normal range. If 
it is not within the normal range, an alarm data is 
transferred to the printer 23. If within the normal 
range, a lamp voltage data is fetched from RAM 69. 
The lamp voltage is corrected in accordance with a 
deviation of light amount, and the corrected lamp vol- 
tage data is written in RAM 69. The corrected lamp 
voltage is applied to the lamp 30 to adjust the lamp 
light amount to a predetermined value. 

If the exposure condition is set or corrected after 
checking the lamp light amount, three Bull’s eyes 
(normal, over, and under) of the control negative film 
36 are printed on a color paper 26 which is then de- 
veloped by the processor unit 24 to obtain check sam- 
ples including a normal-exposure photoprint, over- 
exposure photoprint, and under-exposure photoprint. 
After the ID data of the printer processor 11b is en- 
tered, three photoprints each are set to the densitom- 
eter 11c to measure the three color densities of each 
photoprint. The measured density data is fetched by 
the personal computer 13 via the port controller 12. 

Three reference photoprints (normal-exposure 
reference photoprint, over-exposure reference photo- 
print, and under-exposure reference photoprint) hav- 
ing properly printed Bull’s eyes of the control negative 
film have already been supplied from a film maker. 
The three reference photoprints each are set to the 
densitometer 11c to measure three color densities. 
The measured density data is transferred to the per- 
sonal computer 13 via the port controller 12. It is suf- 
ficient if this density measurement is carried out 
once, except a particular case. Accordingly, if the 
density measurement of the reference photoprints 
has finished already, it can be omitted. 

The personal computer 13 compares the density 
of the normal-exposure reference photoprint with that 
of the newly printed normal-exposure photoprint to 
obtain a density difference therebetween. In accor- 
dance with this density difference and a balance val- 
ue fetched from RAM 62 in advance, a corrected bal- 
ance value is calculated. The corrected balance value 
is transferred to the printer processor 11a and written 
in RAM 69. Similarly, the over-exposure reference 
photoprint is compared with the over-exposure pho- 
toprint, and the corrected over-exposure slope value 
is calculated from the present over-exposure slope 
value. The corrected under-exposure slope value is 
obtained in a similar manner. These corrected slope 
values are written in RAM 69. In the above manner, 
the personal computer 13 corrects the exposure con- 
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dition setting data (balance value, slope value). It is 
apparent that the exposure condition can be set and 
corrected by operating the keyboard 87 of the printer 
processor as conventional. 

It is also possible to check the operation condi- 
tions of the printer processor 11a and film processor 
11b by operating the keyboard 16 of the personal 
computer 13, fetching various operation data (setting 
data, measured data, and the like) written in RAM 69 
of the printer processor 11a and in RAM 126 of the 
film processor 11b, and displaying the fetched oper- 
ation data on the monitor 20. Furthermore, the per- 
sonal computer 13 has a function to automatically 
fetch the operation data of each photographic equip- 
ment at predetermined time intervals so as to monitor 
ifthe heaters or pumps for example are operating nor- 
mally or so as to store the operation data in a floppy 
disk or the like as the operation history data. Still fur- 
ther, the production management for each photo- 
graphic equipment becomes possible by collecting 
the film developing amount data and printing amount 
data at predetermined time intervals, e.g., every day. 
The sale management for print charges can be con- 
ducted by fetching the data from the photofinishing 
reception unit 11d and supplying it into the personal 
computer 13. 

Fig.13 shows an embodiment wherein the head- 
quarters collectively manage the transactions of a 
plurality of minilab shops. Minilab shops are often 
constructed as a chain so that it is convenient if the 
headquarters and minilab shops are interconnected 
by acomputer network. In this embodiment, a person- 
al computer 13 of a minilab shop 180 is used as a sub- 
computer which is connected to a modem 181. Amini- 
lab shop 182 has the same system. The headquarters 
190 are provided with a main computer 191, amodem 
192, and a printer 193. The modem 192 is connected 
to the modems 181 and 186 of the minilab shops 180 
and 182 via communication lines 187 and 188, re- 
spectively. A high level personal computer is used as 
the main computer 191 in which a management pro- 
gram is stored. Alow level inexpensive personal com- 
puter is used as the sub-computers 13 and 185. 

In this system, the headquarters 190 can manage 
the business transactions of the plurality of minilab 
shops 180 and 181. It is therefore convenient if the 
distance between the headquarters 180 and minilab 
shops 180 and 182 is too long to allow easy spatial 
transfer. Since the operation condition of the photo- 
graphic equipments of each minilab shop can be kept 
the same, the same quality can be retained between 
at each minilab shops of a chain. 

The collective management of this system will be 
further detailed with reference to Figs.14 and 15. As 
shown in Fig.14, the sub-computer sequentially fetch- 
es the production data written in RAM of each photo- 
graphic equipment at predetermined time intervals in 
a time sharing manner. For example, from a printer 
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processor, the sub-computer fetches a paper proc- 
essing amount for each paper type, and the number 
of prints (the number of prints for each print size, the 
number of prints for each film type). From a film proc- 
essor, the sub-computer fetches the number of proc- 
essed films for each film type. The sub-computer 
processes the production data of each photographic 
equipment to obtain the primary production manage- 
ment data such as the production amount per period. 
In accordance with the production data, the sub-com- 
puter calculates the consumed amount of consum- 
able goods such as paper, processing solution, print 
ink ribbon, and the like. When the consumed amount 
of consumable goods becomes in excess of the rated 
amount, the sub-computer automatically orders the 
consumable goods to the main computer 191 at the 
headquarters 190 via the communication line. The 
rated amount is determined for each of the consum- 
able goods while taking into consideration the deliv- 
ery time and consumed amount at each photographic 
equipment. The order amount is determined in a sim- 
ilar manner. 

The photofinishing reception unit 11d stores as 
its reception data the development charge, print 
charge, number of ordered films, number of returned 
films. This reception data is also fetched by the sub- 
computer at predetermined time intervals. 

As described previously, for checking the photo- 
finishing quality (operation condition) of the printer 
processor, a check sample is made to measure the 
density thereof with a densitometer. The measured 
density data is fetched by the sub-computer via the 
port controller. After fetching the measured density 
data, the sub-computer requests the main computer 
191 to check the quality. 

Referring to the flow chart of Fig.15 showing the 
tasks by the main computer, when an order of con- 
sumable goods is given from the sub-computer, the 
main computer 191 of the headquarters 190 prints out 
an order sheet from a printer 193. In accordance with 
the order sheet, consumable goods are delivered at 
right time from the headquarters 190. The main com- 
puter 191 fetches from each sub-computer the pro- 
duction data and reception data at predetermined 
time intervals, e.g., every day. In accordance with the 
fetched production data, the main computer 191 gen- 
erates the achieved production data, estimated con- 
sumable goods order data, production planning data, 
and the like, respectively for each minilab shop and 
for all minilab shops. In accordance with the fetched 
reception data, the main computer 191 generates the 
balance sheet for each minilab shop and for all mini- 
lab shops. Upon reception of a quality check from the 
sub-computer, the main computer 191 fetches at high 
speed the measured data and production data man- 
aged by the sub-computer via the communication 
line. While taking into consideration the production 
data, the measured density data is analyzed to diag- 
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nose the photofinishing quality. If the diagnosed re- 
sults are abnormal, the setting data is corrected or an 
alarm is generated from the buzzer, as described with 
Fig.12. Atthe printer unit ofthe printer processor, sim- 
ilar diagnosis and countermeasure are provided. 

If the main computer 191 is connected on-line to 
the main frame computer of a film maker or a whole- 
sale dealer of photographic materials, it becomes 
possible to obtain the latest exposure condition set- 
ting data or the like from the film maker or wholesale 
dealer. If the production data such as a printing 
amount is sent to the film maker or the like via the 
communication line, the stock amount of consumable 
goods at the headquarters can be requested to be 
managed by the film maker, thereby minimizing the 
stock cost. On the other hand, the film maker can ob- 
tain various information from users so that such infor- 
mation can help the production planning and com- 
modity development. 

The above-described embodiments have been 
directed to a minilab. The present invention is also ap- 
plicable to a large lab. While the invention has been 
described in detail above with reference to preferred 
embodiments, various changes and modifications 
within the scope of the invention as defined by the ap- 
pended claims. 


Claims 


1. A management method for remotely managing 
the operational conditions of photographic appa- 
ratus at a plurality of lab shops, said method com- 
prising the following steps: 
connecting at least one of said photographic ap- 
paratus (11a, b, d) and a separate, independent 
densitometer (11c) to a sub-computer (13) instal- 
led at each of said lab shops; 
fetching into said sub-computer production data 
of said photographic apparatus and density data 
of a check sample (49), produced as a final prod- 
uct by one of said photographic apparatus, meas- 
ured with said densitometer; 
transferring on-line said data fetched into said 
sub-computer to a main computer (191) at a cen- 
tral location (190) via a remote communication 
line (187, 188): 
and diagnosing the photo finishing quality in said 
main computer in accordance with said measured 
density data by referring to said production data. 


2. A management method according to claim 1, 
wherein said production data includes the 
amount of processed paper and a number of 
prints. 


3. А management method according to claim 1, fur- 
ther comprising the steps of performing produc- 
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tion management by fetching into said sub-com- 
puter (13) the production data of said photograph- 
ic apparatus (11a, b, d), and judging the con- 
sumed state of consumable goods in accordance 
with said production data, for ordering on-line 
said consumble goods to said main computer 
(191) at said headquarters (190) via said commu- 
nication line (187, 188) if more than a predeter- 
mined amount of said consumable goods are 
consumed. 


A management method according to claim 3, 
wherein said consumable goods include said pa- 
per and a photo finishing solution. 


A management method according to claim 3, fur- 
ther comprising the steps of sending the diag- 
nosed results of said quality of said sub-comput- 
er (13) at said lab shop (180, 182) requesting to 
diagnose said quality, and automatically adjust- 
ing said photographic apparatus (11a, b, d) via 
said sub-computer (13). 


A management method according to claim 5, 
wherein said atleast one photographic apparatus 
(11a, b, d) includes a printer processor (11a) and 
a film processor (11b). 


A management method according to claim 6, 
wherein said printer processor (11a), said film 
processor (11, b), and said densitometer (11, c) 
are connected to said sub-computer (13) via a 
port controller (12). 


A management method according to claim 7, 
wherein said port controller (12) comprises 

a switch unit (170) for selecting one device from 
said printer processor (11a), said film processor 
(11b) and said densitometer (11c), for performing 
a data communication; a first communication 
control unit (171) for finding an idle time of a CPU 
(63, 120, 162) incorporated in said selecting de- 
vice and performing data communication at a 
data transfer speed of said CPU during said idle 
time; 

a buffer memory (171) for storing said data fetch- 
ed irregularly from said selected device; 

a subject communication discriminator unit (173) 
for discriminating whether said data in said buffer 
memory (172) to be transferred to said sub-com- 
puter (13) is the data of said selective device re- 
quested by said sub-computer; 

a data format converter unit (174) for converting 
said data read from said buffer memory (172) into 
a data format of said sub-computer (13); and 

a second communication control unit (175) for 
transferring said format-converted data in units 
of block to said sub-computer (13) at the data 
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transfer speed of said sub-computer. 


Patentansprüche 


1. 


Ein Handhabungsverfahren zum Fernsteuern 
der Betriebsbedingungen von fotografischen 
Vorrichtungen bei einer Vielzahl von Entwickler- 
laborläden, wobei das verfahren die folgenden 
Schritte umfaßt: 

Verbinden von wenigstens einer der fotografi- 
schen Vorrichtungen (11a, b, d) und einem ge- 
trennten, unabhängigen Dichtemesser (11c) mit 
einem Subcomputer (13), der in jedem der Ent- 
wicklerlaborläden installiert ist; 

Einbringen von Produktionsdaten der fotografi- 
schen Vorrichtungen und Dichtedaten eines Pro- 
benbeispiels (49) in den Subcomputer, wobei das 
Probenbeispiel als ein Endprodukt durch eine der 
fotografischen Vorrichtungen erzeugt ist und die 
Dichtedaten mit dem Densitometer gemessen 
sind; 

Übertragen on-line der in den Subcomputer ein- 
gebrachten Daten zu einem Hauptcomputer 
(191) an einer zentralen Stelle (190) über eine 
Fernkommunikationsleitung (187, 188); und 
Diagnostizieren der Fotoherstellungsqualität in 
dem Hauptcomputer entsprechend den gemes- 
senen Dichtedaten unter Bezugnahme auf die 
Produktionsdaten. 


Ein Handhabungsverfahren nach Anspruch 1, 
wobei die Produktionsdaten die Menge an verar- 
beitetem Papier und eine Anzahl von Abzügen 
enthalten. 


Ein Handhabungsverfahren nach Anspruch 1, 
welches ferner die Schritte der Durchführung der 
Produktionsführung durch Einbringen der Pro- 
duktionsdaten der fotografischen Vorrichtungen 
(11a, b, d) in den Subcomputer (13) und der Be- 
urteilung des Verbrauchszustands verbrauchba- 
rer Waren entsprechend den Produktionsdaten, 
zum Bestellen on-line der verbrauchbaren Waren 
bei dem Hauptcomputer (191) bei den zentralen 
Stellen (190) über die Kommunikationsleitung 
(187, 188), wenn mehr als eine vorbestimmte 
Menge der verbrauchbaren Waren verbraucht ist, 
umfaßt. 


Ein Handhabungsverfahren nach Anspruch 3, 
wobei die verbrauchbaren Waren das Papier und 
eine Fotoherstellungslösung enthalten. 


Ein Handhabungsverfahren nach Anspruch 3, 
welches ferner die Schritte der Sendung der dia- 
gnostizierten Qualitätsergebnisse zu dem Sub- 
computer (13) in den Entwicklerlaborläden (180, 
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182), welche die Qualitätsdiagnose anfordern, 
und das automatische Einstellen der fotografi- 
schen Vorrichtungen (11a, b, d) über den Sub- 
computer (13) umfaßt. 


Ein Handhabungsverfahren nach Anspruch 5, 
wobei die wenigstens eine fotografische Vorrich- 
tung (11a, b, d) einen Printerprozessor (11a) und 
einen Filmprozessor (11b) enthält. 


Ein Handhabungsverfahren nach Anspruch 6, 
wobei der Printerprozessor (11a), der Filmpro- 
zessor (11b) und das Densitometer (11c) mit dem 
Subcomputer (13) über eine Port- 
Steuereinrichtung (12) verbunden sind. 


Ein Handhabungsverfahren nach Anspruch 7, 
wobei die Port-Steuereinrichtung (12) 

eine Schaltereinheit (170) zum Auswählen eines 
Gerätes aus dem Printerprozessor (11a), dem 
Filmprozessor (11b) und dem Dichtemesser (11c) 
zum Durchführen einer Datenkommunikation; 
eine erste Kommunikationssteuereinheit (171) 
zum Finden einer Leerlaufzeit einer CPU (63, 
120, 162), die in dem ausgewählten Gerät enthal- 
ten ist, und zum Durchführen von Datenkommu- 
nikation mit einer Datenübertragungsgeschwin- 
digkeit der CPU während der Leerlaufzeit; 
einen Pufferspeicher (171) zum Speichern der 
Daten, welche irregulär von dem ausgewählten 
Gerät abgerufen sind; 

eine Subjektkommunikationsdiskriminatorein- 
heit (173) zum Unterscheiden, ob die Daten in 
dem Pufferspeicher (172), die zu dem Subcom- 
puter (13) zu übertragen sind, die Daten des aus- 
gewählten, durch den Subcomputer angeforder- 
ten Gerätes sind; 

eine Datenformatumwandlungseinheit (174) zum 
Umwandeln der aus dem Pufferspeicher (172) 
ausgelesenen Daten in ein Datenformat des Sub- 
computers (13); und 

eine zweite Kommunikationssteuereinheit (175) 
zum Übertragen der formatgewandelten Daten in 
Blockeinheiten zu dem Subcomputer (13) mit der 
Datengeschwindigkeit des Subcomputers um- 
faßt. 


Revendications 


Ргоседе de gestion pour gerer а distance les 
conditions de mise en oeuvre de matériels de 
photographie dans plusieurs boutiques laboratoi- 
res, ledit procédé comprenant les étapes : 

de raccordement d’au moins un desdits 
matériels de photographie (11a, b, d) et d’un den- 
sitomètre (11с) indépendant, distinct, à un ordi- 
nateur secondaire (13) installé dans chacune 
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desdites boutiques laboratoires ; 

de lecture dans ledit ordinateur secondai- 
re de données de production dudit materiel de 
photographie et d'une donnée de densité, mesu- 
rée a l’aide dudit densitométre, d’un échantillon 
de contröle (49) produit en tant que produit fini 
par Іліп desdits matériels de photographie ; 

de transfert en direct desdites données 
lues dans ledit ordinateur secondaire a un ordina- 
teur principal (191) situé dans un établissement 
central (190), par l'intermédiaire d'une ligne de 
transmission a distance (187, 188) ; et 

de diagnostic, dans ledit ordinateur princi- 
pal, de la qualité de fagonnage en fonction de la- 
dite donnée de densité mesurée, par référence a 
ladite donnée de production. 


Procédé de gestion selon la revendication 1, 
dans lequel lesdites données de production 
comprennent la quantité de papier traité et le 
nombre de tirages. 


Procédé de gestion selon la revendication 1, 
comprenant en outre les étapes : de traitement 
de gestion de production en lisant dans ledit or- 
dinateur secondaire (13) les données de produc- 
tion dudit matériel de photographie (11a, b, d) ; et 
de determination de l’état de consommation des 
fournitures consommables d’après lesdites don- 
nées de production, pour, si la consommation 
desdites fournitures consommables dépasse 
une quantité prédéterminée, commander en di- 
rect lesdites fournitures consommables audit or- 
dinateur principal (191), au droit dudit établisse- 
ment central (190), par l'intermédiaire de ladite li- 
gne de transmission (187, 188). 


Procédé de gestion selon la revendication 3, 
dans lequel lesdites fournitures consommables 
comprennent ledit papier et une solution de fa- 
соппаде. 


Procédé de gestion selon la revendication 3, 
comprenant en outre les étapes : d’envoi des ré- 
sultats diagnostiqués de ladite qualité dudit ordi- 
nateur secondaire (13) de ladite boutique labora- 
toire (180, 182) demandant de diagnostiquer la- 
dite qualité ; et de réglage de façon automatique 
dudit matériel de photographie (11a, b, d), al’aide 
dudit ordinateur secondaire (13). 


Procédé de gestion selon la revendication 5, 
dans lequel ledit au moins un matériel de photo- 
graphie (11a, b, d) comprend une tireuse (11a) et 
une machine de traitement de film (11b). 


Procédé de gestion selon la revendication 6, 
dans lequel ladite tireuse (11a), ladite machine de 
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traitement de film (11b), et ledit densitometre 
(11c) sont connectés audit ordinateur secondaire 
(13) par l'intermédiaire d'un régisseur d’acces 
(12). 


Procédé de gestion selon la revendication 7, 
dans lequel ledit régisseur d’accés (12) 
comprend : 

un module de commutation (170) pour sé- 
lectionner un dispositif parmi ladite tireuse (11a), 
ladite machine de traitement de film (11b), etledit 
densitomètre (11c) pour effectuer une transmis- 
sion de données ; un premier module de 
commande de transmission (171) pour trouver un 
temps libre d’une CPU (unité centrale de traite- 
ment) (63, 120, 162) incorporée dans ledit dispo- 
sitif de sélection et pour effectuer une transmis- 
sion de données à la vitesse de transfert de don- 
nées de ladite CPU au cours dudit temps libre ; 

une mémoire tampon (171) pour mémori- 
ser ladite donnée lue de façon irrégulière dans le- 
dit dispositif sélectionné ; 

un module discriminateur de transmission 
concernée (173) pour déterminer si ladite donnée 
dans ladite mémoire tampon (172), destinée à 
être transférée vers ledit ordinateur secondaire 
(13), est la donnée dudit dispositif sélectionné 
demandée par ledit ordinateur secondaire. 

un module convertisseur de format de 
donnée (174) pour convertir ladite donnée lue 
dans ladite mémoire tampon (172) en un format 
de donnée dudit ordinateur secondaire (13) ; et 

un second module de commande de trans- 
mission (175) pour transférer ladite donnée, dont 
le format a été converti en blocs, dans ledit ordi- 
nateur secondaire (13), à la vitesse de transfert 
de données dudit ordinateur secondaire. 
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